BILL NO. S-70-04 - *>L 


SPECIAL ORDINANCE NO. S - ^4-73 

| 

AN ORDINANCE approving a contract with GENERAL 
ELECTRIC COMPANY for' Pilot Wire Relaying for 
Gas Turbine. 

It 

It 

|{ 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. A certain contract approved March 31, 1970 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and GENERAL ELECTRIC COMPANY, for: 

Pilot Wire Relaying for Gas Turbine, 
for a total cost of $8,244.00, all as more particularly set 
forth on CITY UTILITIES PURCHASE ORDER NO. 1281, which is by 

t 

reference incorporated herein and made part hereof, is hereby in 
all things ratified, confirmed and approved. 



t 


Read the first time in full and on motion by seconded by 

fjZ L A h 

L C-W - - ^ and duly adopted, read the second time by title and referred 


. gg h. 


t - 1. 


to the (Committee on) 

■--Gomm4s.sion..fQr..recommendatioh)' (and Public Hearing to be held after due legal notice, 

*gfc ^fagg€ o uncM --*Cfcaiid ^ • Wayne, Indiana:,- on : 

j 96 , at 


o' clock 



-fl 




seconded by 

Passed (<L©STt by the following vote; 
AYES , NAYS 


and duly adopted, placed on its passage. 


ABSTAINED 


ABSENT 


to -wit: 


Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 


u 






Date 


V -- ?- & " L er ) D 








City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
~^0CTarRg^a^4XGeriej£aI4^AjMas«at1ii^n') (Special) (Appropriation I Ordinance ^Resolution) No. 6 


on the 


1~i 


day of 


, 190 


ATTEST; 


(SEAL) 


V 


City Clerk 

... \ 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 




of 


* . . ■ ■ \ 






196 >3 at the hour of 

y <<^7. 



Approved and signed by me this Z day of __ 
at the hour of & : 2. o'clock A .M. ,E.^.T. 


City Clerk 




I W o , 


Mayor 





Bill No. S-70-04-06 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City ; Utilities to whom was referred an Ordinance 

approving a contract with GENERAL ELECTRIC COMPANY for Pilot Wire Relaying for 

Gas Turbine . ____ 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 


WILLIAM K.__GmiL_C hai£inan_ 




CELT A ANN FAY 


-jsmjs mcKQLfi. 


_ E DWIN J. ROUSS EAU.. 


PASS = 


JACK K. DTOIFON. JlJ^C hairjriaiL 



DATE_±_lilii 


CONCURRED IN 

JUAB G. BONAHOOM, CITY CLERK 


